Pregnancy Risk Assessment Monitoring System (PRAMS), 2021 
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The 2021 Missouri Pregnancy Risk Assessment Monitoring 
System (PRAMS) survey. PRAMS ts a population-based 
surveillance system designed to identify and monitor 
selected maternal experiences and behaviors before, during, 
and after pregnancy during the child's early infancy. The 
data shown below was obtained from the COVID Vaccine 
Supplement that was asked In addition to the regular PRAMS 
survey In 2021. For more information on the Missour! PRAMS 
survey please visit : health.mo.gov/data/prams/ 
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-Quotes from PRAMS participants 


"Lam so happy | got the [COVID] vaccine at 2 weeks pregnant. 
So important to vaccinate ourselves and our loved ones." 


"It was an interesting/unusual time to be pregnant during a 
pandemic...lt was scary to be pregnant at that time. " if 


Reasons for Not Choosing to Vaccinate 


Possible side effects for baby 73.2 


65.5 


Possible side effects for mother 


Not enough information about the shot 52.7 


50.7 


Concerned that it was developed too fast 
Preferred using masks & other cautions 37.5 


24./ 


Did not think it would prevent COVID-19 
18.6 


Already had COVID-19 


Other reason 


Did not think vaccines are beneficial 11.2 


Did not feel at risk for COVID-19 10.3 


O 10 20 30 40 50 60 70 80 
Weighted % 


Mother's Experiences During Pregnancy 
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Most Trusted Sources for Vaccine Information 
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CDC website 13.2 
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FDA website 1.5 


Websites about health 1.1 


Is the COVID-19 Vaccine Safe for Pregnant Women? 


The CDC recommends the COVID-19 vaccine for people 
who are pregnant, breastfeeding and those trying to get 
pregnant now or in the future. Pregnant individuals 
may also receive the COVID-19 vaccine booster shot. The 
American College of Obstetrics and the Society for 
Maternal-Fetal Medicine also endorses the use of the 
COVID-19 vaccine before, during and after pregnancy. 


Missouri Department of Health and Senior Services: 


¢ Health.mo.gov/living/healthcondiseases/communicable/novel-coronavirus 


CDC COVID-19 Vaccine Recommendations for Pregnant People: 


¢ Cdc.gov/coronavirus/2019 
¢ Ncov/vaccines/recommendations/pregnancy.html#anchor_1628692562866 


Source: Missouri Pregnancy Risk Assessment Monitoring System (PRAMS) 
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